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August 6, 1957 


Tht Firevel Company, Incorporated 
3485 Broadway 
Buffalo, Haw York 


Ret Contrast KF-1230 


1 


Gentlemen* 

Xoaar invoices numbered 25276, 25467, 25523, 2557® » 25579* ^5606, 256OT, 
25618,25619, 25621, 25622, 25624, 25806, 25608, 26022, 26023, 26024, 34, 

26521 26568, and 26569 have been processed for payment in the amount 

^%;35 2h±STie ♦2,777.41 Ices than the total amount billed of |15, 266.76. 

Thjgi g^justswftts wer® T^qulr^d wi follows* 

TOtr.1 am wittBffl imp ttCTl M B 


25467 

♦2,749.27 

♦2,025.54 

♦723.73 

Ve have receiving 
reports for 3 
unite only. Air 
freight deducted 
in full. 

25578 

802.89- 

802.4 8 

.32 

Coverall amounts 
should be ♦136.48 
instead of ♦136.&). 

25606 

1,165.32 

573.20 

592.12 11 

We have receiving 
reports for one 
item only. Express 
charges deducted. 

25607 

185.60 

92.80 

92.80 / 

Receiving Reports 
for one item only. 

25618 

185.60 

92.80 

92.80 1 

Receiving Reports 
for one ltea only. 


25619 


25621 


DCSKsra 

KU 

□ CEQLASStF 
CLASS. €HA«5E0 

KEXT revie 1 ^ 

y MB -J0-2 


1,282.88 


709.68 


573,20 ' Receiving Report 
for one Pressure 

Suit Assembly 
received only. 


1,165.22 


573.20 


592.02 



Receiving Report 
for one Pressure 
Suit Assembly 
ressived coaly. 
Express charges 
deducted* 
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am asrymi g s 


25622 

1,856.40 

1,856.08 

•32 

25806 

381.62 

192.16 

109.46 

" 

25808 

818.70 

818.38 

.32 

25568 

229.60 

229.28 

.32 


mwm 

IlSSS 

te.777.ii 



Vary truly your 3, 


/ 




Coveralls in- 
oorrectly billed 
at 1136.80 in- 
stead of $136.48. 

Receiving report 
for design changes 
not received. 
Rxprese charges 
deducted. 

Coverall in- 
oorrectly billed 
at $136.80. 

Coverall in- 
correctly billed 
at $136,80. 


I 

! 

i 


Doug 
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